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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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FOREWORD 

This Indian Standard ( Second Revision ) was adopted by the Bureau of Indian Standards, after the 
draft finalized by the Milling Cutters, Saws, Gear Cutting Tool and Broaches Sectional Committee 
had been approved by the Production Engineering Division Council. 

This standard was first published in 1971 and subsequently revised in 1982 incorporating changes 
according to ISO 3859 : 1977. This second revision has been taken up to update the standard aligning 
it with the practices followed at international level. 

In this revision following changes have been incorporated: 

a) Cutters having 50° and 55*^ have been included along with 45'' and 60^ already covered. 

b) Dimension di ^ 32 mm has been modified as 31*5 mm in line with ISO 3859 : 1985. 

c) New clauses for reference and marking have been included. 

In the preparation of this standard considerable assistance has been derived fiom: 

ISO 3859 : 1985 Inverse dove-tail cutters and dove-tail cutters wiih parallel shank, issued by 
International Organization for Standardization ( ISO ), 

DIN 1833 ( Tail 1 ) : 19E3 Dove-tail cutters with parallel shanks, dimensions, issued by Deutsches 
Institut fur Normung ( DIN ). 

For the purpose of deciding whether a particular requirement of this standard is complied with, the final 
value, observed or calculated, expressing the result of a test or analysis, shall be rou ided off in accord- 
ance with IS 2 ; 1960 'Rules for rounding off numerical values ( revised y. The number of significant 
places retained in the rounded off value should be the same as that of the specified value in this 
standard. 
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Indian Standard 



INVERSE DOVE-TAIL AND DOVE^TAIL 
MILLING CUTTERS — SPECIFICATION 

{ Second Revision ) 



1 SCOPE 

This Indian Standard covers the dimensions and 
general requirements of inverse dove-tail milling 
cutters and dove-tail milling cutters with plain 
parallel and flatted parallel shanks. 

2 REFERENCES 

The following Indian Standards are necessary 
adjuncts to this standard; 

IS No, Title 

1830 : 1982 Technical supply conditions for 
milling cutters ( second revision ) 

7778 : 1975 Methods for sampling small tools 
8692 : 1978 Dimensions for parallel shanks for 
milling cutters 

3 TERMINOLOGY 

For the purpose of this standard the definitions 
given in IS 1830 : 1982 shall apply. 

4 TYPES 

Type A 



plain 



Dove-tail milling cutter with 
parallel shank 

Type B Inverse dove-tail milling cutter with 
plain parallel shank 

Type C Dove-tail milling cutter with flatted 

parallel shank 
Type D Inverse dove-tail milling cutter with 

flatted parallel shank 

5 DIMENSIONS 

Dimensions of dove-tail and inverse dove-tail 
milling cutters shall be as given in Table 1. 

6 GENERAL REQUIREMENTS 

6.1 Unless otherwises pecified the cutter shall 
be right hand cutting. 



6,2 Material and other requirements not 
covered in this standard, shall be as given in 
IS 1830 : 1982. 

7 SAMPLING 

The sampling and criteria of acceptance shall be 
in accordance with IS 7778 : 1975. 

8 DESIGNATION 

A dove-tail milling cutter of Type A having 
diameter di == 20 mm, angle ^ 45'' of tool type 
'iV' ( see IS 1830 : 1982 ) for right hand cutting 
and conforming to this standard shall be 
designated as: 

Dove-tail Milling Cutting IS 6155— A 

20 X 45^ -^ AT 

9 MARKING 

9.1 Each cutter shall be marked with the 
following: 

a) Source of manufacture or trade-mark, if 
any; 

b) Diameter; and 

c) Angle. 

9.2 BIS Certification Marking 

9.2.1 Each cutter may also be marked with the 
BIS Certification Marking. 

9.2.2 The use of the Standard Mark is governed 
by the provision of Bureau of Indian Standards 
Act, 1986 and the Rules and Regulations made 
thereunder. The details of conditions under 
which the licence for the use of Standard Mark 
may be granted to manufacturers or producers 
may be obtained from the Bureau of Indian 

i Standards. 
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Table 1 Dimensions for Dove-Tail and Inverse Dove-Tail Milling Cutters 

( Clause 5 ) 

All dimensions in millimetres. 
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NOTE — Tolerance on shank dia dz shall be according to IS 8692 : 1978. 



Bureau of Indian Standards 

BIS is a statutory institution established under the Bureau of Indian Standards Act, 1986 to promote 
harmonious development of the activities of standardization, marking and quality certification of goods 
and attending to connected matters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced in any 
form without the prior permission in writing of BIS. This does not preclude the free use, in the course 
of implementing the standard, of necessary details, such as symbols and sizes, type or grade 
designations. Enquiries relating to copyright be addressed to the Director ( Publications ), BIS. 

Review of Indian Standards 

Amendments are issued to standards as the need arises on the basis of comments. Standards are also 
reviewed periodically; a standard along with amendments is reaffirmed when such review indicates that 
no changes are needed; if the review indicates that changes are needed/ it is taken up for revision. 
Users of Indian Standards should ascertain that they are in possession of the latest amendments or 
edition. 

This Indian Standard has been developed from Doc No. PE 11 (5372) 
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